LIBRARY 


BOROUGH  OF  L3V/3S . 


Annual  Report  of  the  Medical  Officer  of  Health 

for  1940 .  ■  / 


Mr.  Mayor,  Aldermen  and  Councillors, 

I  have  the  honour  to  present  the  Annual 
Report  for  the  year  1940  drawn  up  in  accordance 

V 

with  the  instructions  of  the  Ministry  of  Health 
given  in  Circulars  90.67  and  991^j«  ^.rdingly, 


this  report  has  been  typed  a 


essentials.,  which  procedure  accounts  for  its 


brevity 


I  am, 


Your  obedient  Servant 


0 


Medical  Officer' of  Health 


Staff,  Mr.  K.  Appleton  was  called  up  in  the  . 
Spring  and  his  place  was  filled  by  Mr.  C#  S* 
Lockley  who  commenced  his  duties  on  June  3rd. 
1940. 

Infectious  Diseases .  There  were  no  epidemic 
outbreaks  during  1940.  The  number  of  cases 
notified  was  253.  The  hospital  scheme  has 
worked  smoothly. 

Vital  Statistics,  These  are  being  preserved 
for  the  duration  of  the  7/ar  with  a  view  to 
publication  later. 

Sanitary  Inspection .  The  Sanitary  Inspector 
informs  me  that  no  essential  or  urgent  matters 
arose  during  1940  that  were  worthy  of  special 
notice . 


